LIMITED WARRANTY 

Bally Manufacturing Corporation, Consumer Products Division, 10750 West Grand, Franklin 
Park, Illinois 60131 (the "Warrantor") hereby warrants, to the original purchaser only, that 
this BALLY ARCADE will be free from defects in materials and workmanship, under normal 
use, for a period of 90 days from the date of purchase. In addition, Warrantor will replace 
all defective parts for a period of one year from the date of purchase with customer incur- 
ring all labor costs after the initial 90 day warranty period. Our obligation assumed under this 
warranty is limited to the repair or replacement of parts, without charge, which are defec- 
tive and which have not been misused, carelessly handled, or defaced by repairs made or 
attempted by others. 

In the event that you desire to obtain performance of any warranty obligation, please 
return the product and all original equipment packaged In the Initial purchase to the dealer 
from whom purchased or to any Bally Authorized Service Center with transportation 
charges prepaid. 

When requesting performance under the terms of this warranty, the original purchase 
date must be established by the customer by means of a bill of sale, invoice, or other ac- 
ceptable documentation. 

This warranty gives you specific legal rights, and you may also have other rights which 
vary from state to state. 
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